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17 June 1959 


XXA£qUASTE*S APPROVAL HO. 59-15 
CONTRACT HO. SP-1918 


You axe authorized to proceed with the work ^ 

LAC-30 entitled ‘’System IV Electrical Interference Ittvest^Wan • 
Wiwk 1» to to performed tor toth Curtomers and the ..tlmtrt 
cost not to exceed fc.7,750.00 Is to to charged on a 50-50 tool, 
to SP-1918. 

Customer Ho. 2 has approved your proposal subject to deletion 
®f the plan to remove the ASH-6 and Radan. Customer Ho. 2 
recosRends that the test be conducted with ASH-6 and «*<■&» . . . 

inoperative until concluded, then a separate test should be conduct 
to determine ASH-6 and Raima effects on the system. 

fhe respective Depots will issue the necessary paper work for 
the kits. Customer No. 1 requires 12 kits. 
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